From: Glenn Chin 

Sent: Monday, December 19, 2011 1 1:38 AM 
To: bcadden@neccrx.com; cfletcher@neccrx.com 

Subject: RE: MTX 

We have about 1.25KG of MTX left. It's the old Spectrum bottles. When I say old I mean OLD, it expired in 2007 
according to their sticker. We make it for our injectables and we send it out for testing and it comes out pretty close. 
We generally under QS the lot's we make. I would probably guess that it's at about 90 to 95% potent. 


From: Barry Cadden 

Sent: Monday, December 19, 2011 9:32 AM 
To: Glenn Chin; Gene Svirskiy; Cory Fletcher 

Subject: MTX 

How much MTX powder to we have in house? I am hearing that there is another backorder of commercial inj. MTX + 
can't find a chemical co. who has any powder in stock 
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